From: 

Sent: 

To: 

Subject: 


Rosas, Giovanni (DPH) 

Tuesday, March 22, 2011 10:12 AM 
Hanchett, James (DPH) 

RE: Supplies 


Jim I do apologize for the misunderstanding but we could only request supplies for our lab here at Hinton. 

Sorry again 

Gio 

From: Hanchett, James (DPH) 

Sent: Tuesday, March 22, 2011 10:29 AM 
To: Rosas, Giovanni (DPH) 

Subject: RE: Supplies 

What kind of supplies office, instrument or chemical. 

Jim 


From: Rosas, Giovanni (DPH) 

Sent: Tuesday, March 22, 2011 9:42 AM 

To: Abbott, Lisa (EAS); Gillis, John (DPH); Jenner, Jennifer (DPH); KaneOl, Peter (DPH); Noddin, Linwood (DPH); Rosas, 
Giovanni (DPH); Servizio, Paul (DPH); Alfonso, Felipe (DPH); Daly, Paul (DPH); Hunt, Thuy (DPH); Jacobsen, Patricia 
(DPH); Katuramu, Patrick (DPH); Ogbue, Ngozi (DPH); Poe, Michael (DPH); Rubin, Alan (DPH); Stallings, Sheila (DPH); 
Tan, Amy (DPH); Clemmer, Jill (DPH); Hanchett, James (DPH); O'Brien, Elisabeth (DPH); Piro, Peter (DPH); Salemi, 
Charles (DPH) 

Subject: Supplies 

Good morning 

I will be requesting supplies sometime later in the afternoon , please let me know if you need anything 

Thanks 

Giovanni Rosas 
Administrative Assistant 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street, Boston MA 02130 
Phone: 617-983-6689 
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